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SUBJCT: US PORTABLE LOGIC CIRCUIT ANALYZER TO 
CZCHOSLOVAKIA-IL 1355 

REF: A) PARIS 20621, B) COCOM DOCS (77) 457 AND 457. 1 

USDEL REQUESTED TO MAKE FOLLOUING COMMENTS ON POINTS MADE 
BY UKDEL IN OBJECTING TO SUBJECT CASE AND ASK UK TO 
RECONSIDER ITS OBJECTION: 

(A) THE DATA TEST 2400B AND THE MB2420 (COCOM DOC (77) 371) 

ARE DESIGNED TO TEST IDENTICAL TYPES OF DEVICES, THAT IS, 

ELECTRONIC DIGITAL CIRCUITRY, COMPOSED OF PASSIVE AND 
ACTIVE COMPONENTS, INTERCONNECTED BY BASIC WIRING AND 
MOUNTED ON PRINTED CIRCUIT BOARDS. BOTH TESTERS ARE USED 
TO IDENTIFY "BAD" CIRCUIT ASSEMBLIES FROM "GOOD" CIRCUIT 
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ASSEMBLIES. 

(B) THE MB2420 TESTER IS A COMPUTER CONTROLLED PARAMETRIC 
TESTER ALSO EQUIPPED WITH A "GUIDED PROBE", COMPUTER AIDED 
FAULT FINDING MECHANISM. 

THE DATA TEST 2400B IS A MANUALLY OPERATED UNIT, WITH- 
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OUT ANY COMPUTER ASSISTANCE WHATSOEVER, THAT COUNTS AND 
SUMS THE DIGITAL OUTPUT CYCLES OF A CIRCUIT THAT ARE IN 
RESPONSE TO A GIVEN INPUT. 

(C) THE DATA TEST 2400B IS A PORTABLE UNIT, SUCH AS A 
DIGITAL VOLTMETER, BECAUSE IT IS DESIGNED AS A TROUBLE 
SHOOTING UNIT FOR USE IN THE FIELD. THIS UNIT IS NOT 

AND CANNOT USEFULLY BE EMPLOYED IN PRODUCTION TESTING 
AS CAN THE MB2420 TESTER. THE 2400B ABILITY TO EXERCISE 
DISK PACKS DOES NOT SURPASS THAT OF THE MB2420 SYSTEM 
BECAUSE THE MB2420 TESTER CAN ALSO ACCOMPLISH DISK PACK 
EXERCISING IF PROGRAMMED FOR THE CORRECT SET OF DIGITAL 
SIGNALS. 

(D) DIVERSION OF THE DATA TEST 2400B CANNOT ENHANCE PRODUC- 
TION OF STRATEGIC CIRCUIT ASSEMBLIES BECAUSE THE 2400 IS 
LIMITED WITH THE SUPPLIED HARDWIRED INPUT PROGRAM CARDS 
TO TROUBLE SHOOTING DISK PACK CONTROLS. 

(E) THE 2400B TESTER IS A MANUALLY OPERATED FIELD TROUBLE 
SHOOTING UNIT NOT NEARLY AS SOPHISTICATED AS THE MB 2420 
COMPUTER CONTROLLED TESTER. CHRISTOPHER 
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